7. Stop Light System 


A: WIRING DIAGRAM 


1. STOP LIGHT 
<Ref. to WI-131, WIRING DIAGRAM, Stop Light Sys- 


tem.> 


B: INSPECTION 
1. STOP LIGHT SWITCH 


Measure the resistance between stop light switch 


terminals. 
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